















METROPOLITAN MOTOR CORP. — 1896 BROADWAY at 63rd STREET, N. Y. C. — CO. 5-OC08 


















METROPOLITAN MOTOR CORP. : 

Largest De Soto — Plymouth Distributors ° 

1896 Broadway at 63rd Street 2 

NEW YORK 23, N. Y. 

Phone All Depts. CO. 5-0008 ^ 


PLACE 
ONE CENT 
STAMP 
HERE 



